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1. By eens er ‘the Nuss 105 authorities, the Oberspreewerk, Berlin-OberschSnewelde, 
5 vas Girected on 28 September 1951 to terminate its production of television 

receivers - (typ. Radsberg). All completed receivers. and parts : of those 
under construction-at the time had to be packed inmediately | for shipment 
to the USSR, The Russians had ordered 35,000 of these receivers, and, as 
of 28 September 1951, 14,000 had been completed for delivery. Nothing further 
18 kim toncerning the reason for the sudden cancellation of the . of 
this Aten nor whethsr it might later be continued. z 


2. 33 8 e 
direstive cohoerning its production of "Stuttgart" equipment. All completed 3 
equipent, with technical documents, drawings, ete,, was immediately shipped 
to Russia, and further production was stopped. N 


3. Dr. Bokardt, bead of the high frequency development. section, 8 1 850 from 
this position Because of disagreement with the chief director of the Oberspreewerk, 
Rudi Miller. Dr. Eokardt is presently employed. 1 the Heinrich Herts mugti tate 
coriplex in Berlin-Adlershof, under Dr. Hachenberg.“ In the Gberepreeverk, Dr . 
Ulrich has been appointed as provisional successor to Dr. Eckardt. 


4. Both Dr. Hachenberg and the SAG Avtovelo Technical Bureau in Berlin-Adlershof | 
are at present actively wee for ‘highsfrequency e to fi : 
vacant - positions, a 


25X1A* ee Soren ‘Dr. Hachenberg vas formerly head of . mne 
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